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Dewberry Davis 



Engineers 8401 Arlington Boulevard 

Architects Fairfax, VA 22031 

Planners 703 849-0100 

Surveyors 


December 9, 1983 


NOTICE 


RE: CIA Entrance at Route 123 
Fairfax County 

This is confirmation of Meeting to be held on 
December 14, 1983 at 10:00 A.M. in Conference 
Room 2-B on second floor at the above address 


STAT 


STAT 


TO: Roy Conley - VDHT 

Jerry Bozeman - VDHT/ 
CIA*-^ 


Morey Rothenberg - JHK 


FROM: John Fowler 


I assume you will notify 
the Park Service people. 


1 

Approved For Release 2009/04/02 : CIA-RDP89-00244R0003001 60003-4 


Fairfax. VA 
Annapolis, MD 
Danville, VA 
Frederick, MD 



Gaithersburg, MD 
Marion, VA 
McLean, VA 
Woodbridge, VA 




